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Batavia Clamp Co., Inc. 

Established 1881 — Incorporated 1923 

Batavia, N. Y. 

Manufacturers of 

Colt’s Clamps 


For 49 years COLT’S CLAMPS have been 
STANDARD for all artisans in the various 
trades wherever clamps are used. 

The rapidity of application of the Eccentric 
Clamp has an appeal as a TIME SAVER. 

Our steel bars are rolled “Special” for our 



use and the fittings are of the best quality 
of refined malleable iron. 

New styles have been added and improve¬ 
ments made from time to time to meet the 
demand of our patrons and keep our line of 
Colt’s Clamps up to a high mark of per¬ 
fection. 


Coifs CABINET Clamp 

Eccentric or Screw 



I shaped steel bar l}4"x 

Adjustable foot locking at any place on the bar when pres¬ 
sure is made with the quick acting cam or a short turn of 
the screw. 

2" Reach from bar to center of pressure. Sizes 12, 18, 24, 
30, 36, 48, 60, 72, 84, and 96 inch. 

Also made with 4" Reach. Sizes 6, 8, 10, 12, 18, and 24-inch. 

Colt’s EXTRA HEAVY Clamp 

Eccentric or Screw 




I shaped steel bar lJ4"x y^'. 

2" Reach for heavy work. 

Sizes 12" to 96" (or longer on special order). 

4" Reach for work where pressure is required 4" from the 
edge. Sizes 12" to 96". 

6" Reach for work where pressure is required 6" from the 
edge. Sizes 12" to 96". 


Colt’s VISE Clamp 



Steel I bar 1^6"x steel screw. 

For wide thin work. 

Clamping sufaces 2" square. Sizes 12" to 96". 

Size indicates the number of inches of work the clamp will 
take in, and Reach the distance from the bar to center of 
pressure. The wide range of specifications of the above 
line of quick adjustable clamps cover a large field of trade 
requirements. 


Colt’s “C” Clamp 



A heavy malleable iron screw clamp with Colt’s Reinforc¬ 
ing Ribs (a truss rod moulded in the body); large wings, 
oversize screw and acme threads. A quality tool for heavy 
duty. Ball and socket button. 

Sizes 2 3 4 6 8 10 12 inch 

Reach 1& 2% 2]/ 2 2ft 3^ 3H 4% inch 

Colt’s MITRE Clamp 



One motion of the cam sets the mitre, positive in action, 
no springs to get out of order. 

Catalog No. 342 showing our complete line will be sent on 
request. 
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